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9109100253 Forwards filing submitted to ASLB entitled, "State of NH Comments re Ap-
plicant Response to Licensing Board Order of 900111." W/svc list
HUNTINGTON,G.M.    New    Hampshire,    State    of.    #391    12165.    90/02/16.
ROSENTHALAS.,  MOORE.T.,  WILBUR.H. Atomic Safety and Licensing Appeal
Panel. 3pp. 59023:302-59023:313.

9109100209 NRC Staff opposition to intervenors appeal of LBP-91-24.* Issues posed in
ALAB-939,as refined by ALAB-945 resolved as moot & appeal should be denied.W/
Certificate of Svc.

YOUNG.M.A. Office of the General Counsel (Post 860701). #391 12160. 91/08/26.
Commissioners (Post 750119). 34pp. 59023:264-59023:296.

Q. Inspection reports, IE Bulletins A correspondence

9108280207 Responds to request from Or H Meyers concerning Seabrook welds.
RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER.G. House of Rep., Interior &
Insular Affairs. 3pp. 58916:113-58916:115.

9109030150 Forwards response to H Myers request re plant welds.
RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER.G. House of Rep. 3pp.
58937:319-58937:321.

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list end.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109250049 Notification of contract execution.awarding task order 24 to, "Nuclear
Power Reactor Operations.Mods & Maint Insp Svcs," to Parameter.lnc.
DUBOSE.BJ. Division of Contracts & Property Management (Post 890205). FIN L-
1343-1. 91/09/10. SCHWINK.W.S. Planning, Program & Management Support Branch
(Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p. 59207:031-
59207:035.

-9109250058 Ltr Contract NRO03-89-027,authorizing commencement of work on task
order 24, "Weld Radiograph Review - Seabrook."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1343-1. 91/09/
06. LOFY.R.A. PARAMETER, Inc. 4pp. 59207:032-59207:035.

9109250275  Notification of contract execution.mod  l,to "Nuclear Power Reactor
Operations.Mods & Maint Insp Svcs." Contractor: Parameter.lnc.
DUBOSE.BJ. Division of Contracts & Property Management (Post 890205). FIN L-
1343-1. 91/09/10. SCHWINK.W.S.'Planning. Program & Management Support Branch
(Post 870411). 1p. 59207:008-59207:013.

-9109250280 Ltr Contractor NRC-03-89-027,Mod 1,awarding task order 24,to "Nuclear
Power Reactor Operations.Mods & Maint Insp Svcs."

SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1343. 91/09/06.
LOFY.R.A. PARAMETER, Inc. 5pp. 59207:009-59207:013.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.
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F. Security, i

irgency & fire protection plans

9109170307 Revised EPIPs.including Rev 8 to EPP-208, "Access Control During Emer-
gencies" & Rev 6 to EPP-303. ^'Micro-Computer Based.Emergency Dose Assess-
ment." W/910911 Itr.

WOODLAN.D.R.. CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/11.
22pp. 59135:322-59135:343.

P. Operating license stage documents & correspondence

9109030047 Requests that all documents from Citizens Assoc for Sound Energy be in-
corporated as support for 910405 petition by Citizens for Fair Utility Regulation on se-
riousness of hazard waste dumps on environ & safe operation of plant.
BRINK.B. Citizens for Fair Utility Regulation. 91/08/18. Office of Nuclear Reactor
Regulation, Director (Post 870411). 1p. 58926:355-58926:355.

9109100425 Ack receipt of 910730 Itr on behalf of National Whistleblower Ctr & confi-
dential allegers requesting that NRC hold hearings to determine if licensee made matl
false statements                                                             '

MURLEY.T.E. Office of Nuclear Reador Regulation, Director (Post 870411). 91/08/
28. KOHN.M.D. Kohn, Kohn & Colapinto. P.O. (formerly Kohn & Associates). 3pp.
59056:273-59056:299.

-9109100430 Receipt of petition for directors decision under 10CFR2.206.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/
28. 2pp. 59056:276-59056:277.

-9109100432 Requests that NRC determine which high-level managers were responsi-
ble for submitting matl false statements to ASLB & NRC & ban these individuals from
CPSES & all other licensed nuclear facilities.

KOHN.M.D. Kohn. Kohn & Colapinto. P.C. (formerly Kohn & Associates). 91/07/30.
SELIN.I. Commissioners (Post 750119). TAYLOR.J.M. Ofc of the Executive Director
for Operations. 20pp. 59056:278-59056:299.

9109120001 Rev 5 to "Technical Requirements Manual." W/910906 Itr.
CAHILL,W.J. Texas Utilities Electric Co. (TU Electric). 91/09/06. 13pp. 59104:099-
59104:111.

9109190297 Provides evaluation of matl balance rept discrepancy re SNM accountability
methodology.

CAHILL.W.J., WALKER.R.D. Texas Utilities Electric Co. (TU Electric). 91/09/09. Docu-
ment Control Branch (Document Control Desk). 3pp. 59165:308-59165:310.

9109180018 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi-
ation Safety & Safeguards.S Collins assumed duties of Director.Div of Reactor Safety
& AB Beach will become Director.Div of Reactor Projects.

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. CAHILI_W.J. Texas Utilities Electric
Co. (TU Electric). 2pp. 59117:050-59117:051.

9109200107 Notification of contract execution.task order I0,mod 1 to, "Review of
RETRAN Computer Codes & Confirmatory Licensing Calculations Associated w/
Safety Analyses." Contractonlntl Technical Svcs,lnc.

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). NRC-03-
90-027. 91/09/12. SCHWINK.W.S. Program Management. Policy Development &
Analysis Staff (Post 870411). GILL,A. NRC - No Detailed Affiliation Given. 1p.
59171:024-59171:029.

-9109200115 Ltr contract NRC-03-90-027,Task Order 10,Mod 1 to. "Review of Coman-
che Peak Core Thermal Hydraulic Methodology Using VIPRE-01," extending expiration
date from 911031 to 911231 at no addl cost or obligation to govt
SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1318. 91/09/09.
KOMORIYA.H. International Technical Services, Inc. 5pp. 59171:025-59171:029.

9109250268 Forwards SE relieving licensee of commitment to replacement program for
sand cast Borg-Wamer check valve swing arms due to current sys being acceptable
for long term svc.

BLACK.S.C. Project Directorate IV-2. 91/09/16. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 2pp. 59201:358-59201:362.

-9109250271 SER relieving licensee of commitment to replacement program of sand
cast Borg-Wamer check valve swing arms due to current sys being acceptable for
long term svc.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 91/09/16. 3pp.
59201:360-59201:362.

9109300215 Summary of 910822 meeting w/util re reload analysis methodologies used
by licensee for large & small break LOCA topical repts.

BERGMAN.T.A. Project Directorate IV-2. 91/09/17. Project Directorate IV-2. 4pp.
59257:119-59257:122.

9109300126 Responds to NRC concerns re 910524 application for amend to License
NPF-87,relocating cycle-specific parameters from Tech Specs to core operating limits
rept.Marked-up pages from Section 6.9.1.6 of WCAP-8200 encl.
CAHILL.WJ. Texas Utilities Electric Co. (TU Electric). 91/09/23. Document Control
Branch (Document Control Desk). 4pp. 59253:058-59253:061.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051. "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109050111 Responds to NRC 910729 Itr re violations noted in insp repts 50-445/91-29
& 50-446/91-29 on 910605-0716.Corrective actions:three TUE forms in question re-
opened by initiation of new TUE form.

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/08/28. Document Control
Branch (Document Control Desk). 3pp. 58999:180-58999:182.

9109100228 Informs of revised schedule for installation of drains & vents in AFW sys
per Insp Repts 50-445/90-03 & 50-446/90-03.

CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/09/04. Document Control
Branch (Document Control Desk). 1p. 59087:174-59087:174.

9109110036 Responds to NRC 910808 Itr re violations noted in Insp Repts 50-445/91-
11 & 50-446/91-11.Corrective actionsrcorrective action document initiated to address
lack of procedural qualification & user training of delta ferrite meter.
CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 91/09/06. Document Control
Branch (Document Control Desk). 3pp. 59084:327-59084:329.

9109160110 Forwards Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827 &
notice of violation.

BEACH.A.B. Region 4 (Post 820201). 91/09/06. CAHILL.WJ. Texas Utilities Electric
Co. (TU Electric). 3pp. 59114:240-59114:259.

-9109160113 Notice of violation from insp on 910717-0827.Violation noted:on
9l0812,low-load-alarm setpoint not adjusted to proper value per ref procedures during
removal of reactor vessel head.

*  Region 4 (Post 820201). 91 /09/06. 2pp. 59114:243-59114:244.

-9109160115 Insp Repts 50-445/91-38 & 50-446/91-38 on 910717-0827. Violations
noted  for  Unit  2,Major areas  inspected:Unit  2  const  actMties.util  action  on
10CFR50.55(e) deficiencies, TMI action items & reactor vessel & internals.
CHAMBERLAIN.D. Region 4 (Post 820201). 91/09/05. 15pp. 59114:245-59114:259.

9109180190 Forwards response to NRC 910812 request for addl info re first 10-yr inter-

val insp program plan for facility.
CAHILL.W.J., WALKER.R.D. ~

. Texas Utilities Electric Co. (TU Electric). 91/09/13. Docu-
ment Control Branch (Document Control Desk). 16pp. 59146:148-59146:163.Hampshire. 91/09/24. Document Con-
